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OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge ==83 feet 2 J in. 

. . above the mean level of the Sea (presumed about) .. ..=95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House =79 feet. 

The hours of observation are of Mean Time, the day beginning at Midnight. 
The Thermometers are graduated by Fahrenheit's Scale. 
The Barometer is divided into inches and decimals. 



METEOROLOGICAL JOURNAL FOR JULY AND AUGUST, 1834. 





9 o'clock, A.M. 


3 o'clock, P.M. 


Dew 


External Thermometer. 


1 












Point at 






Kain, in 


Direction 




1834. 










9 A.M. 








inches. 


of the 


REMARKS. j 










in de- 


Fahrenheit. 


Self-registering. 


Read off 


Wind at 






Barom. 


Attach. 
Therm. 


Barom. 


Attach. 
Therm. 


grees of 








at9A.M. 


9 A.M. 
















Fahr. 


9 A.M. 3 P.M. 


Lowest. 


Highest. 








T 1 


30.319 


71.2 


30.220 


69.8 


55 


63.2 


67.0 


51.4 


67.6 




NE ' 


Lightly cloudy and overcast.— Evening, lowering. 


W 2 


30.080 


65.3 


30.033 


69.2 


56 


61.7 


71.2 


55.8 


71.8 




NNE 


f Light wind.— A.M. Slightly lowering. [P.M. Fine— light clouds. 
\ Evening clear. 


T 3 
F 4 


30.089 
30.172 


64.7 
65.4 


30.059 
30.132 


68.7 
69.3 


55 

56 


59.8 
62.7 


73.2 

75.8 


55.7 
55.4 


73.7 
76.4 




N 
NE 


A.M. Overcast. P.M. Fine— light clouds. 

f Light wind.— A.M. Lightly cloudy. P.M. Fine and cloudless. 

1 Evening, fine— li^ht high ciouds. 


S 5 


30.107 


65.9 


30.030 


71.0 


58 


62.7 


74.2 


56.7 


77.1 




N 


fA.M. Overcast— light wind.— P.M. Fair— lightly cloudy. Night, 
X heavy rain. 


®© 6 


29.988 


68.2 


29.983 


70.7 


63 


65.2 


66.3 


62.7 


70.1 


.389 


E 


("A.M. Overcast. Noon, continued thunder with light rain. 
X P.M. Clear — lowering. 


M 7 


29.994 


71.2 


29.954 


72.6 


61 


67.8 


73.3 


61.8 


75.7 


.083 


wsw 


Clear — cloudy. — Evening, light rain. 


T 8 
W 9 


29.893 
30.134 


71.3 
71.7 


29.909 
30.156 


72.8 
71.8 


65 
55 


66.8 
64.2 


73.7 
68.5 


61.7 
57.8 


75.3 
71.2 


.011 
.111 


SSE 

NW 


A.M. Rain. P.M. Fine— light clouds. 

fA.M. Lowering— light haze. P.M. Lightly overcast. Even- 

X ing, clear. 


T 10 


30.105 


75.2 


30.057 


72.4 


56 


69.1 


69.5 


58.2 


73.4 




SSE 


Lightly cloudy.— Evening, fine and clear — light breeze. 


F 11 


30.132 


74.7 


30.057 


73.2 


55 


68.2 


73.9 


56.2 


76.3 




WSW 


f Fine — nearly cloudless. — A.M. Light clouds, and cloudiness. 
X P.M. Clear. 


S 12 


29.887 


77.4 


29.823 


73.6 


60 


73.9 


75.8 


56.7 


78.2 




ssw 


Fine and clear — nearly cloudless.— Light wind, a.m. 


©13 
^ M14 
S T15 
£ W16 

T 17 


29.920 
30.045 


75.8 
71.8 


29.908 
30.071 


74.4 
74.3 


55 
54 


68.2 
68.7 


74.2 
75.4 


62.4 
60.7 


75.8 
77.0 




wsw 
wsw 


A.M. Cloudv. P.M. Fine and clear — a few light clouds. 

f Fine.— A.M. Clear— cloudy. P.M. Light clouds. Evening, 

X cloudless. 


30.263 


77.3 


30.239 


74.8 


57 


70.8 


77.6 


59.3 


79.7 




ssw 


Clear and cloudless. . 


30.282 
30.186 


73.6 
79.3 


30.220 
30.089 


75.4 
77.8 


61 
60 


71.6 

74.7 


80.6 
85.2 


62.1 
64.0 


81.6 
86.7 




wsw 
wsw 


Fine and cloudless. — Evening, clear. 

(Fine and cloudless— haze.— Evening, clear. Night, light un- 

X steady breeze. 


F 18 


29.809 


78.4 


29.724 


74.8 


67 


74.7 


68.0 


64.8 


85.2 




E 


f Light brisk unsteady wind.— A.M. Fine— light soft clouds. 
X P.M. Dark— continued rain : thunder-storm at 7j h. 


S 19 
O©20 


29.508 
29.747 


72.3 
73.5 


29.595 
29.748 


71.3 

72.7 


63 
59 


63.2 
62.9 


60.6 
66.2 


63.2 
56.4 


65.4 
68.7 


.944 
.203 


wsw 
sw 


Continued rain. 

f Fine — showery.— A.M. Cloudy. P.M. Clear — broken clouds 

1 — light wind. 


M21 


29.760 


70.1 


29.784 


69.6 


58 


62.7 


65.7 


58.8 


68.4 


.056 


SE 


Lowering— light rain. — Evening, fine — cloudy: distant thunder. 
f A.M. Fine— light clouds and haze. P.M. Cloudyand overcast 
X —occasional light showers: distant thunder at 3|h. \ 


T 22 


29.944 


67.8 


29.994 


71.3 


61 


65.5 


66.7 


57.0 


73.7 


.014 


ESE 


W23 


30.076 


72.2 


30.031 


71.7 


60 


67.9 


73.4 


59.1 


75.8 




E 


Fine.— A.M. Cloudless— haze. P.M. Lightly cloudy. 


T24 


30.067 


70.3 


30.043 


72.2 


61 


66.8 


70.3 


61.3 


73.7 




NNE 


A.M. Fair— lightly cloudy. P.M. Fine and clear— light clouds. 


F25 


30.059 


68.6 


30.031 


71.9 


60 


63.8 


73.8 


59.8 


74.7 




W 


A.M. Overcast. P.M. Fine and clear— light clouds. 


S 26 


29.936 


71.4 


29.816 


72.9 


57 


65.4 


70.3 


58.7 


74.5 


.056 


WSW 


Lightly overcast.— Fine, a.m. i 


©27 


29.677 


66.3 


29.791 


69.8 


60 


60.7 


65.5 


55.7 


69.0 




E 


A.M. Overcast.— P.M. Fair— lightly cloudy. Evening, clear. 


M28 


30.027 


72.3 


30.030 


72.4 


57 


68.5 


73.2 


57.2 


74.5 




E 


f Fine— A.M. Cloudless— streaked cloudiness. P.M. Light 
X clouds. Midnight, thunder storm. 


T29 


30.019 


70.0 


29.996 


73.3 


69 


69.2 


79.2 


62.9 


80.3 


.339 


E 


Lowering— light wind.— lib. tosh. p.m. distant thunder. 
("A.M. Continued rain. Noon, heavy clouds. P.M. Fine and 
X verv clear — li^'hl clouds and breeze. 


W30 


29.871 


70.4 


29.907 


74.5 


65 


65.7 


73.5 63.7 


75.2 


.958 


E 


T 31 


29.829 


69.4 


29.819 


70.6 


63 


64.4 


67.0 62.0 


69.6 


.200 


NNE 


("A.M. Broken clouds: light lain from 7 h. to toll. P.M.Ovcr- 

\ cast and fos'gv : rain from la 1 , li. to 2 h. 


Means .. 


29.998 


71.4 


29.976 


72.3 


59.4 


66.5 


71.9 


59.3 


74.7 


Sum. 
3.364 


Mean of Barometer, corrected for Capil- ) 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr (29.876 29.853 


F 1 

S 2 


29.878 
29.911 


70.7 
71.4 


29.863 
29.899 


73.4 
74.2 


65 
63 


69.2 
67.7 


75.0 
74.9 


63.8 
63.8 


78.2 
75.6 


.319 


WSW 

NNE 


Fine— lightly cloudy— light haae.— Evening, clear. 

f A.M. Lightly cloudy— unsleadv air. P.M. Fine and clear— 

t liglil clniuis and breeze. Evening, cloudless. 


© 3 


29.918 


70.7 


29.877 


72.3 


53 


64.2 


72.8 


56.4 


73.3 




N 


f Fine.— A.M. Lightly cloudy, P.M. Cloudlet-light cloudiness : 
X at si h. heavy clouds in the N.W. witli frequent lightning. 


M 4 


29.933 


70.0 


29.938 


73.2 


64 


65.1 


73.2 


61.6 


74.3 




WSW 


f A.M. Overcast. P.M. Fine and clear— cloudy— light breeze. 
X Evening, cloudy. [a.m. 
Fine and lowering, alternately — light breeze.— Light ram, early 

f Clear A.M. Heavy clouds: atll£ h. heavy shower. P.M. Fine 

i —cloudv— light breeze: shower about 5 h. 


©X 5 
W 6 


29.899 
29.894 


72.7 
73.7 


29.889 
29.879 


73.7 
73.2 


64 
61 


70.0 
67.7 


71.4 
71.6 


61.9 
62.2 


74.2 
73.8 




SSE ™- 

w 


T 7 


29.984 


70.2 


29.983 


70.7 


62 


65.6 


67.9 


58.3 


68.8 


.211 


s 


f Overcast— broken clouds— light wind— showery — Evening, con- 
X tinued rain. 


F 8 


29.805 


69.8 


29.810 


72.7 


67 


67.9 


70.4 


63.5 


74.3 


.181 


ssw 


fA.M. Lowering— lightbrisk wind. P.M. Soft broken clouds i 

\ shower at 3 n. 

A.M. Lightly cloudy. P.M. Fine-high clouds. 


S 9 


30.114 


70 3 


30.138 


71.7 


60 


65.7 


70.3 


55.7 


72.2 


.161 


NNE 


©10 


30.181 


71.7 


30.130 


72.6 


59 


67.3 


76.8 


58.3 


78.2 


.011 


N 


Fine.— A.M. Overcast. P.M. Fine and clear— light clouds. 


Mil 


30.067 


71.7 


30.068 


72.8 


62 


69.6 


75.2 


60.3 


78.6 




S 


fA.M. Fine and cloudless— lightcloudiness. P.M. Fair— lightly 
X cloudy. Evening, cloudless— sultry. 

f Fine A.M. Lightly cloudy. P.M. Clear and cloudless— light 

1 aits. Evening, very clear. 

f Fine.— A.M. Cloudless. P.M. Lightly cloudy. Evening, clear. 

X Night, lightly cloudy. , , n 

A.M. Fine-light clouds— light unsteady air. P.M. Overcast. 


T 12 


30.128 


72.3 


30.095 


73.4 


64 


71.7 


78.6 


61.3 


79 7 




wsw 


W13 


30.001 


75.7 


30.037 


75.7 


63 


75.2 


77.8 


64.2 


83.3 




SSE 


^ T14 
g F 15 

5 S 16 


30.104 


70.8 


30.081 


73.9 


60 


65.3 


70.2 


59.7 


72.7 




N 


30.119 


68.2 


30.122 


72,8 


62 


63.8 


73.5 


58.2 


73.7 




N 


Fair— light mingled clouds— light unsteady breeze. 


30.213 


70.7 


30.172 


73.0 


65 


66.7 


74.6 


61.8 


76.3 




NNE 


A.M. Cloudy— light wind. P.M. Fine— light clouds. 


% ©17 


30.188 


73.0 


30.095 


73.3 


63 


66.9 


74.6 


58.8 


76.2 




NE 


Fine— light clouds.— A.M. Light wind. P.M. clear. 


M18 


29.978 


70.9 


29.924 


73.2 


63 


67.8 


74.8 


62.5 


76.0 




E 


Fine— light clouds and wind. 


OT 19 


29.980 


70.6 


29.938 


73.6 


62 


66.9 


72.7 


60.0 


73.7 




NNE 


Light wind.— A.M. Fine— light clouds. P.M. Lightly overcast. 


W20 


29.812 


70.2 


29.728 


72.7 


62 


64.8 


73.0 


62.0 


74.7 




ssw 


Fine— light broken clouds.— Evening, light rain at 8J h. 


T 21 


29.784 


72.0 


29.726 


72.6 


56 


65.0 


70.5 


58.6 


72.6 




sw 


Fine.— A.M. Clear— light clouds. P.M. Nearly cloudless. _ 
V A.M. Fine and cloudless. P.M. Cloudy— light brisk wind : 
i light shower at 3jh. „«,..,. >, ..,„ 


F 22 


29.821 


71.0 


29.772 


71.4 


52 


64.2 


67.7 


53.7 


70.8 




s 


S 23 


29.962 


69.7 


29.944 


69.7 


50 


62.3 


66.9 


52.0 


69.6 




s 


f Fine.— A.M. Nearly cloudless— light wind. P.M. Light showers 
X and clouds. 


©24 


29.814 


66.7 


29.728 


67.0 


54 


61.0 


58.6 


51.8 


67.9 


.063 


E 


Cloudy and overcast— light wind.— Light rain, p.m. 


M25 


29.685 


64.8 


29.746 


66.0 


49 


59.0 


62.7 


47.5 


65.2 


.152 


SSW 


Fine— lightclouds.— A.M. Clear. P.M. Lightwind : shower at 2}h. 
fA.M.Fogand light drizzling rain. P.M. Cloudy— light wind : 
X at 4 h. thunder-storm. 


T 26 


29.821 


62.0 


29.768 


65.6 


52 


58.2 


63.9 


50.2 


66.7 




s 


W27 
T 28 


29.808 
29.946 


62.7 
62.7 


29.798 
29.905 


65.4 
64.9 


52 
50 


54.8 
56.8 


64.0 
62.5 


49.3 
46.2 


65.2 
65.2 


.122 


s 

SW 


Fine— light clouds.— Clear— light wind, a.m. 

f Light brisk wind.— A.M. Fine— nearly cloudless. P.M. Over- 

X cast: heavy shower at 10J h. 


F 29 


29.748 


64.0 


29.655 


66.0 


57 


62.2 


64.5 


56.4 


68.0 


.205 


ESE 


Overcast.— Light shower at l|h. p.m.— light brisk wind. 


S 30 


29.677 


66.7 


29.695 


67.0 


57 


63.7 


65.9 


57.0 


67.9 




SE var. 


fA.M. Overcast— light rain and wind. P.M. Fine and clear— 
X light clouds. At night, heavy rain. 


©31 


29.744 


67.2 


29.784. 


68.0 


59 


64.5 


65.9 


57.2 


67.4 


.263 


SSW 


Fine— light clouds and wind.— Showery, p.m. 


Means .. 


29.933 


69.5 


29.909 


71.2 


59.1 


65.2 


70.4 


57.9 


72.8 


Sum. 

1.688 


Mean of Barometer, corrected for Capil- 1 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr J 29.819 29.789 



METEOROLOGICAL JOURNAL FOR SEPTEMBER AND OCTOBER, 1834. 





9 o'clock, A.M. 3 o'clock, P.M. 


Dew 


External Thermometer. 










1 


Point at 








Rain in 


Direction 




1834. 




Attach, t, lAttach 

Therm. EaI0m ' jThera. 


9 A.M. 
in de- 


Fahrenheit. 


Self-registering. 


inches. 
Read off 


of the 
"Wind at 


REMARKS. 




Barom. 


grees of 








at9A.M 


9 A.M. 














Fahr. 


9 A.M. 3P.M 


Lowest 


| Highest 








M 1 


29.942 


64.5 I 29.950 67.0 


56 


63.2 1 63.5 


56.9 


67.7 




S 


A.M. Cloudy. P.M. Light continued rain. 


T 2 


30.041 


65.2 1 30.061 66.0 


53 


61.3 66.2 


55.6 


67.5 


.158 


sww 


Fine and clear— light clouds. 


®W 3 


30.164 


63.6 


30.122 


67.2 


56 


61.2 


66.0 


53.7 


68.4 




S var. 


( A.M. Fine— light clouds and haze. P.M. Lightly overcast— 
1 light wind. 

Fine.— A.M. Light broken clouds. P.M. Cloudless. 


T 4 


30.095 


66.2 


29.998 


68.0 


58 


67.7 


71.8 


59.9 


72.8 




S 


F 5 


29.930 


66.6 


29.942 


70.3 


63 


65.4 


69.8 


60.9 


72.6 




ssw 


A.M. Overcast. P.M. Fair— cloudy— light wind. 


S 6 


30.044 


66.8 


30.069 


69.3 


56 


62.4 


67.0 


56.7 


68.7 




sw 


A.M. Fair— cloudy— light wind. P.M. Fine and cloudless. 


© 7 


30.208 


64.0 


30.093 


673 


54 


58.5 


66.2 


53.0 


67.3 




sw 


A.M. Hazy. P.M. Fine— nearly cloudless. 


M 8 


29.685 


62.2 


29.584 


66.0 


57 


57,4 


64.4 


53.6 


66.2 


.092 


ENE 


Overcast.— Light continued rain, a.m. 


T 9 
AV10 


29.406 
29.812 


63.2 
62.8 


29.491 
29.792 


65.9 
65.0 


57 
55 


59.7 
59.6 


66.3 
61.7 


53.7 
51.7 


669 
65.2 


.144 


SSW 

sw 


f Showery— light wind.— A.M. Overcast. P.M. Fine and clear 
t — light broken clouds. 
Overcast — light showers. 


| TH 


29.808 


62.4 


29.806 


65.7 


60 


60.6 


65.2 


58.0 


66.8 




s 


Overcast— light showers.— Light brisk wind, p.m. 


b F 12 
1 S 13 


30.138 


62.6 


30.210 


65.9 


54 


57.1 


65.9 


53.2 


66.7 




sw 


Fine— light haze. 


30.499 


60.9 


30.491 


63.6 


50 


57.2 


63.2 


48.0 


64.6 




E 


Fine— light brisk wind.— A.M. Cloudless. P.M. Light clouds. 


S©14 


30.536 


59.6 


30.479 


62,3 


49 


55.9 


62.7 


46.8 


63.6 




ESE 


Fine.— A.M. Light haze. P.M. Clear— tight clouds. 


g M15 


30.380 


58.3 


30.267 


61.7 


52 


53.7 


63.4 


46.2 


64.2 




E 


A.M. Foggy. P.M. Fine and cloudless— light wind. 


T 16 


30.047 


59.7 


30.008 


62.4 


53 


58.9 


68.2 


49.9 


68.4 




E 


Fine and cloudless— light wind and haze. 


OW17 


30.037 


62.8 


30.063 


66.5 


59 


65.6 


72.0 


58.5 


73.3 




E 


A.M. Light fog. P.M. Fine— nearly cloudless. 


T 18 


30.218 


65.7 


30.225 


67.9 


60 


64.6 


70.2 


60.7 


71.6 




SE 


Lightly overcast— light rain. 


F 19 


30.261 


66.2 


30.243 


68.7 


60 


62.6 


72.0 


59.0 


72.7 


.041 


S 


A.M. Foggy. P.M. Cloudy. 


S20 


30.382 


68.6 


30.356 


70.6 


64 


67.9 


72.4 


60.2 


74.8 




N 


Fine and cloudless — light haze ami wind. 


021 


30.362 


66.2 


30.305 


67.5 


62 


60.2 


68.0 


58.9 


68.6 




NE 


Lightly overcast and hazy — light wind. 


M22 


30.245 


64.9 


30.190 


67.8 


59 


60.0 


64.6 


57.5 


67.3 




NE 


Heavy clouds— light wind. 


T23 


30.235 


61.2 


30.208 


63.9 


48 


54.3 


59.8 


47.2 


61.8 




ENE 


("Fine.— A.M. Cloudless— light haze and wind. P.M. Lightly 
1 cloudy. 
Overcast and foggy. 


W24 


30.204 


59.6 


30.111 


62.5 


47 


55.3 


60.3 


50.3 


62.4 




N 


T 25 


30.212 


59.0 


30.162 


62.0 


50 


55.9 


62.9 


48.8 


63.4 




ENE 


Fine— light wind.— A.M. Light clouds. P.M. Cloudless. 


F 26 


30.095 


59.9 


30.029 


64.4 


55 


58.8 


65.0 


54.7 


65.3 




E 


Lightly overcast and cloudy.— Light rain and wind, a.m. 


S 27 


29.876 


62.2 


29.920 


64.7 


60 


62.3 


65.8 


58.8 


66.9 


.055 


SSW 


Overcast.— Light rain, p.m. 


©28 


30.093 


61.9 


30.130 


65.2 


57 


58.2 


66.2 


54.0 


67.0 


.092 


sw 


Lightly cloudy. — Fine, p.m. 


M29 


30.285 


60.2 


30.229 


63.3 


56 


55.3 


63.4 


51.0 


63.8 




ENE 


A,M, Foggy— light wind. P.M. Fine— nearly cloudless. \ 


T30 


30.190 


58.2 


30.128 


61.6 


53 


54.2 


61.3 


46.9 


62.3 




E 


Fine and cloudless. 


Means . . 


30.114 


62.9 


30.089 


65.7 


55.8 


59.8 


65.8 


54.1 


67.3 


Sum. 

.582 


Mean of Barometer, corrected for Capil- ) A.M. 3 P.M. 
larity and reduced to 32° Fahr J 30.026 29.992 


W 1 


30.174 


57.4 


30.119 


60.4 


50 


54.1 


61.2 


47.4 


61.4 




N 


" 

Fine and cloudless.— A.M. Light haze. P.M. Light wind. 


• T 2 


30.104 


56.5 


30.064 


59.7 


51 


52.6 


62.6 


45.3 


62.6 




E 


Fine andcloudiess. A.M. Light haze and wind. P.M. Very clear. 


F 3 


30.190 


55.3 


30.181 


58.3 


47 


48.6 


60.6 


44.3 


60.7 




E 


A.M. Strong haze — cloudless. P.M. Fine— hazy. 


S 4 


30.219 


55.6 


30.185 


60.2 


52 


52.3 


66.7 


46.7 


66.7 




E 


A.M. Strong fog. P.M. Clear and cloudless. 


© 5 


30.192 


57.7 


30.180 


61.7 


51 


54.4 


68.4 


49.3 


70.2 




SE 


("A.M. Strong haze— cloudless. P.M. Fineand cloudless — light 
X cloudiness. 


M 6 


30.259 


60.3 


30.200 


63.2 


56 


56.4 


68.8 


53.8 


70.2 




SSW 


Fine and cloudless— hazy. 


T 7 


30.230 


62.9 


30.193 


65.3 


60 


60.4 


67.6 


55.9 


68.3 




WNW 


Fine and cloudless — light streaked cloudiness.— Evening, clear. 


W 8 


30.178 


63.0 


30.108 


64.8 


58 


58.9 


63.3 


56.5 


64.3 




WSW 


f A.M. Lightly cloudy— light wind. P.M. Fineand clear— light 
X breeze an*i clouds. 


T 9 


29.982 


63.2 


29.901 


65.7 


60 


61.7 


65.7 


58.3 


66.4 




SSW 


Light wind.— A.M. Lightly cloudy. P.M. Fine— light soft clouds. 


F 10 


29.999 


61.4 


30.010 


62.0 


49 


55.9 


57.7 


54.8 


59.4 




N 


Fine — light clouds and wind. — Clear, p.m. 


S 11 


30.116 


55.3 


30.069 


58.6 


45 


47.4 


57.6 


42.4 


57.7 




N 


("Fine.— A.M. Cloudless. P.M. Clear— thin fiocculous clouds, 
X and light wind. 


g© 12 


30.146 


55.7 


30.142 


58.4 


47 


50.8 


58.3 


46.6 


58.7 




N 


Hazy. — Fine— light cloudiness, p.m. Evening, local haze — clear. 


g M13 


30.120 


57.2 


30.003 


59.2 


54 


54.9 


60.3 


49.5 


61.6 




SW 


Fine and cloudless.— A few light clouds and cloudiness, a.m. 


g T 14 


29.768 


57.6 


29.691 


60.7 


57 


58.3 


62.4 


50.3 


63.6 




SSW 


f Fine— soft floating clouds. — Clear, p.m. — Showers, noon and 
I evening. 


■ § W 15 


29.770 


56.7 


29.723 


59.2 


48 


51.7 


55.9 


49.3 


56.7 


.058 


WSW 


Fine — light fiocculous clouds.— Clear— tight wind, p.m. 


T 16 


29.707 


54.4 


29.430 


57.6 


49 


50.0 


57.9 


42.3 


58.3 




s 


f Unsteady wind.— A.M. Fair k clear— lightclds. P.M. Cloudy— 
t It. rain. Ev., line & clear— light elds. — light unsteady breeze. 


OF 17 


29.307 


55.8 


29.445 


57.7 


48 


53.6 


51.2 


49.4 


57.3 


.025 


WNW 


/Strong unsteady breeze.— A.M. Fine and clear. P.M, Heavy 

X rain— dark. 

Fine— light elds. & cloudiness — lightbrisk wind.— Evening, clear. 


S 18 


29.590 


52.3 


29.715 


54.4 


43 


47.6 


51.3 


42.2 


51.7 


.094 


WNW 


©19 


30.036 


49.7 


29.938 


53.3 


42 


45.4 


54.2 


38.3 


56.6 




WSW 


( Lightly cloudy.— A.M. Light haze. P.M. Light breeze and 
X deposition. 


M20 


29.774 


53.8 


29.749 


55.7 


53 


56.8 


59.0 


44.6 


59.4 




s 


f Light clouds and breeze.— A.M. Lightly cloudy. Noon, showers, 
t P.M. Fair and clear. 


T 21 


29.987 


54.7 


30.188 


55.2 


53 


53.3 


51.3 


50.3 


56.3 




WSW 


f A.M. Fine and cloudless— light haze. P.M. Fair— lightly 

1 cloudy — light wind. 

Lightly overcast &cldy.— light unsteady breeze.— Ev. light rain. 

( Light brisk unsteady wind. — A.M. Lowering — deposition. 

t P.M. Fair and clear— lightly cloudy. 

f Light fresh breeze.— A.M. Fine and cloudless. P.M. Lightly 

X cloudy. Evening, clear. 

Fine — light thin clouds — light brisk wind. 


W 22 


29.943 


51.4 


29.820 


53.7 


48 


49.4 


55.3 


39.8 


55.3 




SW var. 


T 23 


29.615 


53.9 


29.576 


55.5 


52 


53.8 


54.3 


48.7 


55.7 




WSW 


! F 24 


29.757 


46.3 


29.796 


48.2 


26 


38.5 


43.4 


34.4 


43.4 


.008 


StW var. 


S 25 


30.080 


45.7 


30.131 


48.6 


38 


42.3 


47.5 


37.4 


47.7 




NNWvar 


©20 


30.344 


43.7 


30.412 


47.3 


38 


41.1 


48.2 


35.9 


48.2 




N 


Fine— nearly cloudless— light wind. 


M 27 


30.404 


45.3 


30.419 


48.4 


46 


46.8 


53.3 


37.3 


53.3 




NWvar. 


Lightly overcast and cloudy— light haze. 


T 28 


30.485 


49.0 


30.523 


50.7 


49 


51.6 


52.5 


45.7 


53.3 




N 


Lightly overcast— light wind. 


W29 


30.665 


50.2 


30.618 


50.7 


45 


48.2 


49.2 


46.8 


49.3 




N 


Overcast— haze. 


T 30 


30.480 


49.8 


30.371 


52.7 


47 


47.5 


52.2 


45.7 


52.3 




SW 


Lightly cloudy— light haze and wind. 


F 31 


30.215 


50.1 


30.151 


53.4 


49 


49.8 


56.3 


43.3 


56.6 




WSW 


Fine— lightly cloudy— light cloudiness, haze, and wind. 


Means.. 


30.059 1 54.3 


30.034 


56.8 


48.7 1 


51.4 


57.2 


46.2 


58.2 


Sam. 
.185 


Mean of Barometer, corrected for Capil- 1 9 A.M. 3 P.M. I 
larity and reduced to 32° Fahr j 29.996 29.964l 



METEOROLOGICAL JOURNAL FOR SEPTEMBER AND OCTOBER, 1834. 



^™**™ 


9 o'clock, A.M. 


3 o'clock, P.M. 


Dew 


External Thermometer. 














Point at 






Hain in 
inches. 
Read off 


Direction 




1834. 






t>„__ Attach 
Barom. Therm 

i 


9 A.M. 
in de- 


Fahrenheit. 


Self-registering. 


of the 
Wind at 


REMARKS. 




Barom. 


Attach. 


grees of 








at9A.M. 


9 A.M. 
















Therm. 


Fahr. 


9 A.M. 


3 P.M. 


Lowest. 


Highest 








M 1 


29.942 


64.5 


29.950 


67.0 


56 


63.2 


63.5 


56.9 


67.7 




S 


A.M. Cloudy. P.M. Light continued rain. 


T 2 


30.041 


65.2 


30.061 


66.0 


53 


61.3 


66.2 


55.6 


67.5 


.158 


SWW 


Fine and clear — light clouds. 


•W 3 


30.164 


63.6 


30.122 


67.2 


56 


61.2 


66.0 


53.7 


68.4 




S var. 


/A.M. Fine— light clouds and haze. P.M. Lightly overcast— 

X light wind. 

Fine.— A.M. Light broken clouds. P.M. Cloudless. 


T 4 


30.095 


66.2 


29.998 


68.0 


58 


67.7 


71.8 


59.9 


72.8 




S 


F 5 


29.930 


66.6 


29.942 


70.3 


63 


65.4 


69.8 


60.9 


72.6 




ssw 


A.M. Overcast. P.M. Fair— cloudy — light wind. 


S 6 


30.044 


66.8 


30.069 


69.3 


56 


62.4 


67.0 


56.7 


68.7 




sw 


A.M. Fair— cloudy— light wind. P.M. Fine and cloudless. 


© 7 


30.208 


64.0 


30.093 


67.3 


54 


58.5 


66.2 


53.0 


67.3 




sw 


A.M. Hazy. P.M. Fine— nearly cloudless. 


M 8 


29.685 


62.2 


29.584 


66.0 


57 


57.4 


64.4 


53.6 


66.2 


.092 


ENE 


Overcast.— Light continued rain, a.m. 


T 9 


29.406 


63.2 


29.491 


65.9 


57 


59.7 


66.3 


53.7 


669 


.144 


SSW 


f Showery— light wind.— A.M. Overcast. P.M. Fine and clear 
1 —light broken clouds. 
Overcast— light showers. 


W10 


29.812 


62.8 


29.792 


65.0 


55 


59.6 


61.7 


51.7 


65.2 




sw 


g TH 


29.808 


62.4 


29.806 


65.7 


60 


60.6 


65.2 


58.0 


66.8 




s 


Overcast— light showers.— Light brisk wind, p.m. 


g F 12 
1 S 13 


30.138 


62.6 


30.210 


65.9 


54 


57.1 


65.9 


53.2 


66.7 




sw 


Fine — light haze. 


30.499 


60.9 


30.491 


63.6 


50 


57.2 


63.2 


48.0 


64.6 




E 


Fine— light brisk wind.— A.M. Cloudless. P.M. Light clouds. 


£014 


30.536 


59.6 


30.479 


62.3 


49 


55.9 


62.7 


46.8 


63.6 




ESE 


Fine.— A.M. Light haze. P.M. Clear— light clouds. 


g M15 


30.380 


58.3 


30.267 


61.7 


52 


53.7 


63.4 


46.2 


64.2 




E 


A.M. Foggy. P.M. Fine and cloudless— light wind. 


T 16 


30.047 


59.7 


30.008 


62.4 


53 


58.9 


68.2 


49.9 


68.4 




E 


Fine and cloudless — light wind and haze. 


OW17 


30.037 


62.8 


30.063 


66.5 


59 


65.6 


72.0 


58.5 


73.3 




E 


A.M. Light fog. P.M. Fine— nearly cloudless. 


T 18 


30.218 


65.7 


30.225 


67.9 


60 


64.6 


70.2 


60.7 


71.6 




SE 


Lightly overcasl^light rain. 


F 19 


30.261 


66.2 


30.243 


68.7 


60 


62.6 


72.0 


59.0 


72.7 


.041 


s 


A.M. Foggy. P.M. Cloudy. 


S20 


30.382 


68.6 


30.356 


70.6 


64 


67.9 


72.4 


60.2 


74.8 




N 


Fine and cloudless — tight haze and wind. 


©21 


30.362 


66.2 


30.305 


67.5 


62 


60.2 


68.0 


58.9 


68.6 




NE 


Lightly overcast and hazy — light wind. 


M22 


30.245 


64.9 


30.190 


67.8 


59 


60.0 


64.6 


57.5 


67.3 




NE 


Heavy clouds — light wind. 


T23 


30.235 


61.2 


30.208 


63.9 


48 


54.3 


59.8 


47.2 


61.8 




ENE 


("Fine.— A.M. Cloudless— light haze and wind. P.M. Lightly 
1 cloudy. 
Overcast and foggy. 


W24 


30.204 


59.6 


30.111 


62.5 


47 


55.3 


60.3 


50.3 


62.4 




N 


T25 


30.212 


59.0 


30.162 


62.0 


50 


55.9 


62.9 


48.8 


63.4 




ENE 


Fine— light wind.— A.M. Light clouds. P.M. Cloudless. 


F 26 


30.095 


59.9 


30.029 


64.4 


55 


58.8 


65.0 


54.7 


65.3 




E 


Lightly overcast and cloudy.— Light rain and wind, a.m. 


S 27 


29.876 


62.2 


29.920 


64.7 


60 


62.3 


65.8 


58.8 


66.9 


.055 


ssw 


Overcast. — Light rain, p.m. 


©28 


30.093 


61.9 


30.130 


65.2 


57 


58.2 


66.2 


54.0 


67.0 


.092 


sw 


Lightly cloudy. — Fine, p.m. 


M29 


30.285 


60.2 


30.229 


63.3 


56 


55.3 


63.4 


51.0 


63.8 




ENE 


A.M. Foggy— light wind. P.M. Fine— nearly cloudless. 


T30 


30.190 


58.2 


30.128 


61.6 


53 


54.2 


61.3 


46.9 


62.3 




E 


Fine and cloudless. 






















Sum. 


Mean of Barometer, corrected for Capil- ) 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr i 30.026 29.992 - 


Means . . 


30.114 


62.9 


30.089 


65.7 


55.8 


59.8 


65.8 


54.1 


67.3 


.582 


W 1 


30.174 


57.4 


30.119 


60.4 


50 


54.1 


61.2 


47.4 


61.4 




N 


Fine and cloudless.— A.M. Light haze. P.M. Light wind. 


«T 2 


30.104 


56.5 


30.064 


59.7 


51 


52.6 


62.6 


45.3 


62.6 




E 


Fine and cloudless. A.M. Light haze and wind. P.M. Very clear. 


F 3 


30.190 


55.3 


30.181 


58.3 


47 


48.6 


60.6 


44.3 


60.7 




E 


A.M. Strong haze— cloudless, P.M. Fine— hazy. 


S 4 


30.219 


55.6 


30.185 


60.2 


52 


52.3 


66.7 


46.7 


66.7 




E 


A.M. Strong fog. P.M. Clear and cloudless. 


© 5 


30.192 


57.7 


30.180 


61.7 


51 


54.4 


68.4 


49.3 


70.2 




SE> 


/A.M. Strong haze— cloudless. P.M. Fineand cloudless — light 
1 cloudiness. 


M 6 


30.259 


60.3 


30.200 


63.2 


56 


56.4 


68.8 


53.8 


70.2 




SSW 


Fine and cloudless — hazy. 


T 7 


30.230 


62.9 


30.193 


65.3 


60 


60.4 


67.6 


55.9 


68.3 




WNW 


Fine and cloudless — light streaked cloudiness. — Evening, clear. 


W 8 


30.178 


63.0 


30.108 


64.8 


58 


58.9 


63.3 


56.5 


64.3 




wsw 


("A.M. Lightly cloudy— light wind. P.M. Fine and clear— light 
1 breeze and clouds. 


T 9 


29.982 


63.2 


29.901 


65.7 


60 


61.7 


65.7 


58.3 


66.4 




ssw 


Light wind.— A.M. Lightly cloudy. P.M. Fine— lightsoft clouds. 


F 10 


29.999 


61.4 


30.010 


62.0 


49 


55.9 


57.7 


54.8 


59.4 




N 


Fine — light clouds and wind. — Clear, p.m. 


S 11 


30.116 


55.3 


30.069 


58.6 


45 


47.4 


57.6 


42.4 


57.7 




N 


("Fine.— A.M. Cloudless. P.M.Clear — thin flocculons clouds, 
X and light wind. 


PS ©12 


30.146 


55.7 


30.142 


58.4 


47 


50.8 


58.3 


46.6 


58.7 




N 


Hazy.— Fine— light cloudiness, p.m. Evening, local haze — clear. 


g M13 


30.120 


57.2 


30.003 


59.2 


54 


54.9 


60.3 


49.5 


61.6 




SW 


Fine and cloudless.— A few light clouds and cloudiness, a.m. 


g T 14 


29.768 


57.6 


29.691 


60.7 


57 


58.3 


62.4 


50.3 


63.6 




ssw 


( Fine— soft floating clouds. — Clear, p.m. — Showers, noon and 
1 evening. 


'§ W15 


29.770 


56.7 


29.723 


59.2 


48 


51.7 


55.9 


49.3 


56.7 


.058 


wsw 


Fine — tight flocculous clouds. — Clear— light wind, p.m. 


T 16 


29.707 


54.4 


29.430 


57.6 


49 


50.0 


57.9 


42.3 


58.3 




s 


/Unsteady wind. — A.M. Fair & clear— light rids. P.M. Cloudy— 
X It. rain. Ev., fine & clear— light elds.— light unsteady breeze. 
f Strong unsteady breeze. — A.M. Fine and clear. P.M. Heavy 
X rain dark. 


OF 17 


29.307 


55.8 


29.445 


57.7 


48 


53.6 


51.2 


49.4 


57.3 


.025 


WNW 


S 18 


29.590 


52.3 


29.715 


54.4 


43 


47.6 


51.3 


42.2 


51.7 


.094 


WNW 


Fine— light elds. & cloudiness — light brisk wind.— Evening, clear. 


019 


30.036 


49.7 


29.938 


53.3 


42 


45.4 


54.2 


38.3 


56.6 




WSW 


f Lightly cloudy.— A.M. Light haze. P.M. Light breeze and 
X depositing. 


M 20 


29.774 


53.8 


29.749 


55.7 


53 


56.8 


59.0 


44.6 


59.4 




S 


fLightcloudsand breeze.— A.M. Lightly cloudy. Noon, showers. 
X P.M. Fair and clear. 


T 21 


29.987 


54.7 


30.188 


55.2 


53 


53.3 


51.3 


50.3 


56.3 




wsw 


f A.M. Fine and cloudless— light haze. P.M. Fair— lightly 

X cloud v — light wind. 

Lightly overcast & cldy.— light unsteady breeze.— Ev. light rain. 


W 22 


29.943 


51.4 


29.820 


53.7 


48 


49.4 


55.3 


39.8 


55.3 




SW var. 


T 23 


29.615 


53.9 


29.576 


55.5 


52 


53.8 


54.3 


48.7 


55.7 




WSW 


( Light brisk unsteady wind. — A.M. Lowering — deposition. 

\ P.M. Fair and clear— lightly cloudy. 

f Light fresh breeze,— A.M. Fine and cloudless. P.M. Lightly 

X cloudy. Evening, clear. 

Fine — light thin clouds — light brisk wind. 


F 24 


29.757 


46.3 


29.796 


48.2 


26 


38.5 


43.4 


34.4 


43.4 


.008 


NW var. 


S 25 


30.080 


45.7 


30.131 


48.6 


38 


42.3 


47.5 


37.4 


47.7 




NNWvar 


©20 


30.344 


43.7 


30.412 


47.3 


38 


41.1 


48.2 


35.9 


48.2 




N 


Fine— nearly cloudless— light wind. 


M27 


30.404 


45.3 


30.419 


48.4 


46 


46.8 


53.3 


37.3 


53.3 




NW var. 


Lightly overcast and cloudy— light haze. 


T 28 


30.485 


49.0 


30.523 


50.7 


49 


51.6 


52.5 


45.7 


53.3 




N 


Lightly overcast— light wind. 


W29 


30.665 


50.2 


30.618 


50.7 


45 


48.2 


49.2 


46.8 


49.3 




N 


Overcast — haze. 


T 30 


30.480 


49.8 


30.371 


52.7 


47 


47.5 


52.2 


45.7 


52.3 




SW 


Lightly cloudy— light haze and wind. 


F 31 


30.215 


50.1 


30.151 


53.4 


49 


49.8 


56.3 


43.3 


56.6 




WSW Fine — lightly cloudy— light cloudiness, haze, and wind. 


Means.. 


30.059 


54.3 


30.034 


56.8 


48.7 


51.4 


57.2 


46.2 


58.2 


Sum. 
.185 


Mean of Barometer, corrected for Capil- \ 9 A.M. 3 P.M. 1 
larity and reduced to 32° Fahr i 29.996 29.964| 



